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NATIONAL FOREIGN ASSESSMENT CENTER 


WASHINGTON, D. C. 20505 


Director 8 May 1981 


MEMORANDUM FOR: Deputy Director for Administration 


SUBJECT: Five-year Service Award 


1. It is my pleasure to invite you, as the new Deputy Director 
for Administration, to join with members of the National Foreign 
Assessment Center in honoring the elevator out of service Sign which 
has graced our premises so effectively during a five-year period. 


2. It is indeed a tribute to the effectiveness of our maintenance 
program in this building that during the course of that five-year period 
this sign has stood vigilant over the number 14 elevator in the bank of 
elevators which were destined in their construction to service this 
directorate. 


3. The ceremony will be held at 1200 hours, Monday, 11 May, and 
we would love to have you in attendance. 


4. Short of that, however, you might consider having the elevator 
fixed and then, of course, this whole award process would go away. 


Yours in NFAC, 
STAT 


John McMahon 
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